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Divisional  Health  Office, 
Bumby  Lane, 

Pocklington, 


Tel:  Pocklington  3^26 

To:  The  Chairman  and  Members  of  the 

Urban  District  Council  of  Norton 


Mr.  Chairman,  Ladies  and  Gentlemen, 

I  have  the  honour  of  presenting,  for  your  consideration, 
my  Annual  Report  on  the  Health  and  Sanitary  circiamstances  of  your 
district  for  the  year,  1961. 

Some  time  ago  I  suggested  that  the  Council  should 
consider  the  need  to  provide  further  Council  houses.  I  now  note 
that  the  birth  rate  in  the  district  has  fallen  and  is  now 
considerably  below  the  average  for  both  the  County  and  the 
Country  as  a  whole.  It  is  worth  considering  if  this  could  perhaps 
be  due  to  a  shortage  of  houses  in  the  town.  It  is  possible  that 
young  people,  feeling  they  have  little  chance  of  obtaining  a  house 
of  their  own,  in  consequence  have  moved  away  from  Norton.  The 
Council  should  give  consideration  to  this  decline  in  birth  rata 
and  should  review  its  future  policy  with  regard  to  the  provision 
of  Council  houses. 

Once  again  I  should  like  to  thank  members  of  the  Public 
Health  Committee  for  their  support  and  the  staff  of  the  Health  and 
other  Departments  for  their  co-operation  and  assistance. 

I  am,  Ladies  and  Gentlemen, 

Your  obedient  servant, 


Wm.  WILSON. 


Medical  Officer  of  Health 


Digitized  by  the  Internet  Archive 
in  2018  with  funding  from 
Wellcome  Library 
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STATISTICS  AirO  SOCIAL  COiiDITIONS  OF  THE  AREA. 


it 

Area  (in  acres)  2,899 
Number  of  inhabited  houses  1>655 
Registrar-General’s  estimate  of  population  L,840 
Rateable  value  £^^6,491 
Sum  represented  by  a  penny  rate  £187 


VITAL  STATISTICS. 


Live  Births: 

M. 

F. 

Total 

Legitimate 

28 

33 

61 

Illegitimate 

1 

3 

4 

29 

36 

Live  Births 

Number 

65 

Rate  per  1,000  of  the  population 
Illegitimate  Live  Births  per  cent  of 

total  live 

13.43 

6.15 

births 

Infant  Deaths  (deaths  under  1  year) 

Nil 

Infant  Mortality  Rates 

Total  Infant  deaths  per  1,000  total 

live  births 

Nil 

Deaths. 

M. 

F. 

Total 

Death  rate  per  1,000  of  the  population 

30 

30 

60 

12.40 

Deaths  from  Heart  Disease 

Rate  per  1,000  of  the  population 

12 

11 

23 

4.75 

Deaths  from  Vascular  Lesions  of  the  Nervous 


Rate 

per  1,000  of 

System 

the  population 

4 

4 

8 

1.65 

Deaths 

Rate 

from  Cancer 
per  1,000  of 

the  population 

8 

4 

12 

2.48 
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C omparative  Ta’ble  of  Birth  and  Death 
Rates  Qurinc;~the  year,  19^ 


i  i  Deaths  of  | 

!  I  Children  Under  | 

Live  Births  s  Deaths  One  3^ear  of  age  | 

^  I  per  1,000  j 

j  '  Registered  live  j 

1  Births  o.  i 


'  (Rates  per  1,000  home 

- ^^4— 

population;  ‘ 

\ 

\ 

j  England  and 
[  Wales 

i 

!  17. i4-  '  ! 

12,0  i 

\ 

21.4 

!  Administrative 

j  County 

1  J 

*  i 

1  i7»is  : 

♦ 

i 

12.17  i 

t 

i 

16.79 

I;.  B.  and  U  D.  s 

1  17.25  i 

12.63  ^ 

1 

-  »  ■■ 

17.42 

4 

j  R.D,  s 

1  17.11  : 

i 

. i - - 

11.35  ; 

16.13 

Table  of  Birth,  Death  and  Infant  Mortality  Rates. 

Norton  UoD<,Cc 


Year 

Crude 

Corrected 

Crude 

Corrected 

Infant 

Birth  Rate 

Birth  Rate 

Death  Rate 

Death  Rate 

Mortality 

1950 

15.6 

10.04 

- - 

Nil 

1951 

15.0 

— 

13.01 

— 

Nil 

1952 

14.8 

15.2 

9.87-  . 

8.78 

14 

1953 

14.15 

14.57 

13.56 

12.06 

14 

1954 

It- 90 

16.39 

11.18 

10. 39 

28 

1955 

16.36 

18.00 

14.49 

13.48 

25.3 

1956 

15.33 

16.92 

11.23 

11.34 

13.51 

1957 

14.32 

15 . 61 

10.58 

10.69 

Nil 

1958 

14. 91 

16,25 

12.42 

12.54 

55.35 

1959 

15.70 

17.11 

12.40 

12.52 

26. 32 

i960 

15.50 

16.90 

12.81 

12.94 

66. 66 

1961 

13 . 43 

14.64 

12.40 

12.52 

Nil 
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Table  Shcryinp;  Causes  of  Death  in  Norton  U.D.C. 


1961 


Lale  Female  Total 


All  Causes  . 

1.  Tuberculosis^  respiratory  . 

2.  Tuberculosis,  other  . 

3.  Syphilitic  Disease  . 

4.  Diphtheria  . 

5.  Whooping  Cough  . 

6.  Meningococcal  Infections  . 

7.  Acute  Poliomyelitis  . 

8.  Measles  . 

9.  Other  infective  and  parasitic  disease 

10.  Malignant  neoplasm,  stomach 

11.  Malignant  neoplasm,  lung,  bronchus  .. 

12.  M-alignant  neoplasm,  breast 

13.  Malignant  neoplasm,  uterus  . 

14.  Other  ivlalignant  and  Imp  ha  tic  neoplasms  . 

15  Leukaemia,  aleukaemia  . .  . 

16.  Diabetes  . 

17.  Vascular  lesions  of  nervous  system  . . 

13.  Coronary  disease,  angina  . 

19.  Ijypertension  with  heart  disease 

20.  Other  Heart  diseases  . 

21.  Other  circulatory  disease 

22.  Influenza  . 

23  Pneumonia . 

24.  Bronchitis  . 

25.  Other  diseases  of  respiratory  system 

26.  Ulcer  of  stomach  and  duodenum  . 

27.  Gastritis,  enteritis  and  diarrhoea  .. 

28.  Fephritis  and  nephrosis  . 

29.  H'vrperplasia  of  prostate 

30.  Pregnancy,  childbirth,  abortion 

31.  Congenital  malformations  . 

32.  Other  defined  and  ill-defined  diseases 
33  Motor  vehicle  accidents 

34.  All  other  accidents  . 

35-  Suicide . .  . 

36.  Homicide  and  operations  of  war 


30  30  60 


1-1 

3  -  3 

4  4 

4-4 

1-1 

4  4  8 

9  5  14 

1  1 

3  5  8 

1-1 
-11 
1  1 

4  4 

1  1 

1-1 
1-1 

2  3  5 

1  1 
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Table  Shcfv;ing  Age  and  Sex  Distribution  of  Deaths 

during,  1961 


Male  Female  Total 


Under  1  year 

1  -  4  years 

5-14  ” 

15  -  24  " 

25-14  ” 

45  -  54  " 

55  -  64  ” 

65  -  74  ” 

75+ 


- 

2 

2 

1 

1 

2 

7 

3 

10 

11 

10 

21 

11 

14 

25 

30 

30 

60 

Table  Shomnn  Age. and  Sex  Distribution  of  Deaths 
from  Cancer  during  1961. 


Kale  Female  Total 


Under  1  year 

•  0  •  «  *0 

•  • 

1  -  4  years 

5-14  ” 

•  •  •  •  •  * 

•  0 

“ 

15  -  24  '' 

“*** 

25-44  ” 

«  t  VO  o  • 

•  e> 

45  -  54  " 

•  e  •  •  •  * 

•  •  • 

1 

55  -  64  " 

•  •  •  e  e 

•  • 

3 

1 

65  -  74  " 

•  •  •  •  e 

•  • 

2 

2 

75+ 

o  e  •  «  •  • 

•  • 

2 

1 

8  4  12 


Prevalence  of,  and  Control  over  Infectious  Disease. 

The  follOTing  cases  of  infectious  fisease  have  been 
notified  during  the  year 

Measles  ...  . .  .  •  IS  (lill) 

Tuberculosis,  respiratory  2  (2) 

Scarlet  Fever  ..  ..  Nil  (l) 

(Cases  occurring  in  I960  are  sha-.Ti  in  parenthesis) 

Cases  of  infectious  o-isease  are  admitted,  when  hospital 
treatment  is  necessary,  to  the  Isolation  Hospitals  at  Yorx  and 
Scarborough. 
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Tuberculosis. 


Three  ne'v  cases  of  Tuberculosis  came  to  notice  during  the 
year.  There  \7ere  no  deaths  from  Pulmonary  Tuberculosis. 

At  the  end  of  1961,  cases  on  the  Tuberculosis  Register 
were  as  follows 


Pulmonary  Hales  . 

Pon-' Pulmonary  Hales 
Pulmonary  B'emales 
Ron- Pulmonary  Females  .  . . 


18 

2 

12 

4 

36  cases 


Vaccination  against  Smallpox. 

The  follo’.'dng  table  sha/s  number  of  persons  vaccinated  or 
re-vaccinateb  during  the  year,  I96I. 


Age  at  Date  of 
Vaccination 

- 

1 

Under  1  j  1 
_ J _ 

lo 

year  1 2 

1 

to  4  j  5 

1 

1 

0 

15 

or  over 

Total 

Number 

Vaccinated 

1 

1 

» 

1 

39  1 
' 

r 

t 

1 

7  ' 

i 

i 

1  1 

1 

1 

3 

— 

51 

Number 

Revaccinated 

i 

. 

' 

1 

t 

1 

'■  ■  ^"1  ' 

t 

t 

.  ! 

1 

1  1 

* _ _ *  *  *  I 


Immunisation  against  Diphtheria 

The  figures  for  immunisations  carried  out  during  the  year 
are  as  follows  ; - 


Primary  Immunisation 
Aged  Under  5  3-14  Total. 

34  2  86 

Reinforcing  or  ’’booster"  injections  ......  36 

Of  the  eighty-four  children  under  five  years  of  age,  who  are 
sho'-/n  as  having  been  immunised  against  diphtheria,  eighty  t -o  were 
at  the  same  time  immunised  against  Whooping  Cough, 
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General  Provision  of  Health  Services  for  the  Area 


(a)  Laboratory  Facilities 

Bacteriological  samples  are  exaiiiined  at  the  Public  ilealth 
Laboratory  in  Hull. 

(b)  Ambulance  Service ■ 

Ambulances  stationed'  in  Maltoh  are  available  for  use 
in  the  District. 

(c)  Nursing, 

A  domiciliary  nursing  and  midwifery  service  is 
available  in  the  District  as  part  of  the  County  Council's 
scheme  under  the  National  Health  Service  Act. 

(d)  Treatment  Centres  and  Clinics. 

These  are  provided  by  the  County  Council.  A  child 
Welfare  Centre  is  held  fortnightly  in  the  Church  Hall.  An 
Ophthalmic  Clinic  is  held  monthly.  Clinics  for  the  treatment 
of  Venereal  Diseas  are  situated  in  York  and  Scarborough. 

(e)  Hospitals, 

General  medical  and  surgical  cases  are  admitted  to 
Hospitals  at  Hal ton,  Driffield,  Scarborough^ and  York. 

Maternity  cases  go  to  the  Yfestcr'.v  Croft  Nursing  Home  at 
WestCT’w 


National  Assistance  Act .1948» 

It  has  not  been  necessaiy  to  take  any  action  under 
Section  4-7  of  this  Act  during  the  Year. 
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NORTON  URBAI'I  DISTRICT  COUNCIL. 


ANNUAL  REPORT 

of  the 

SENIOR  PUBLIC  HEALTH  DTSPECTOR. 

For  the  Year,  1961 

Staff: 


Mr.  R,  W.  G.  Sinclair  Senior  Public  Health  Inspector 

(and  Surveyor).  (Public  Health 
Inspector '  s,  Sanitary  Science, 
Smoke  Inspection,  Meat  and  other 
Poods  Inspection  Certificates  of 
the  Royal  Society  of  Health). 


Mr,  G.  A.  Boanas  Meat  Inspector  and  Additional 

Public  Health  Inspector. 

(Public  Health  Inspector's  Meat 
and  Other  Poods  Inspection 
Certificates  of  the  Royal  Society 
of  Health). 


lAr.  T.  E.  Buckle  Pupil  Public  Health  Inspector, 

Terminated  appointment  -  23.9.61. 


Mr.  Chairman,  Ladies  and.  Gentlemen, 


I  herewith  present  my  report  as  Senior  Public  Health 
Inspector  for  the  year,  1961. 

The  follov/ing  Tables  Nos.  I,  II  and  III  -  which  do  not 
include  Council  Plouse  Maintenance  -  summarise  the  general  routine 
work  of  the  District. 

I.  Routine  Inspection  Work 

Table  I 


Total  Number  of  Inspections  2,071 

"  "  "  Defects  found  I67 

”  "  "  Defects  remedied  I6O 

"  "  "  Premises  affected  IO4 

'*  "  "  Informal  Notices  served  88 

”  ”  "  Informal  Notices  complied  with  86 

"  "  ''  Statutory  Notices  Served 


"  "  ”  Statutory  Notices  complied  with 

Table  II 

Inspection  of  Dw^ellinghouses 


Re  Dirty  Conditions  13 

Re  Other  conditions  143 

Inspections  re; - 

Bakehouses  .  7 

Dairies  .  3 

Drain  Tests  .  36 

Food  Preparing  premises  .  39 

Factories .  33 

Food  Shops  .  26 

Ice  Cream  premises  .  2 

Meat  Inspections  .  962 

Miscellaneous  Visits  . 81 

Offensive  trades  .  28 

Premises  re  rats  .  112 

Refuse  Disposal  .  40 

Sewage  Disposal  .  66 

Shops  re  Sanitary  conditions  .  3 

Smoke  obsei’vations . 

Swimming  Baths  .  I63 

Water  Works  ..  ..  122 

Works  in  Progress  .  I68 


Table  III 


IXveIlinp:hou3es. 


Floors  repaired  or  rene'j'/ed  5 
Ceilings  "  "  "  9 
Yfater  Supplies  repaired  12 
Internal  water  Supplies 

provided  1 
Chimney  Stacks  repaired  5 
Premises  cleaned  or 

disinfected  3 
Windows  repaired  or  renewed  .  4 
Walls  (external)  repaired  9 
Walls  (internal)  repaired  13 


Roofs  repaired  18 

Eaves,  gutters 
repaired  or  renewed  13 
Rain  Water  f allpipes 
repaired  or  renewed  12 
Yard  Surfaces  repaired  10 
Iviiscellaneous  repairs  25 


Drains. 


Length  of  Drain  tested  in  Feet 


Cleansed  14  Water 

Reconstructed  l6  Smoke 

Inspection  Chambers 

Built  13 

Repaired  7 

Cesspools 

Emptied  3 


Abolished 


1,939 

40 


Water  Closets 

Provided  for 'houses  -  additional  l6 
Provided  for  houses  -  ex. pail  closets  - 
Provided  for  workplaces  3 
Fittings  repaired  or  renewed  5 


Pail  Closets 


Abolished 


Ashbins 


2  - 


Renewed 


2 


2.  Housing;. 

New  Houses  Completed 

(l)  Built  By  private  ovvner  3 

Built  by  Council  Nil 

Total  5 


(2)  House  Purchase  and  Housing  Act,  1959 

During  the  year  sixteen  applications  for 
Standard  Grants  were  approved,  making  a  total  of  .. 

38  since  the  Act  came  into  operation  on  the  14th 
June,  1959.  Having  regard  to  the  number  of 
houses  in  the  tovm  which  are  eligible  for  a 
Standard  Grant,  the  response  is  very  disappointing. 

3.  Water  Supplies 

The  to',vn  continued  to  draw  its  water  from  the  twin  boreholes 
situated  at  Hcr.ve  Hill.  The  plant  has  functioned  well  and  at  no 
time  during  the  year  7/as  there  a  shortage  of  water. 

No.  2  Pumping  Unit  was  completely  stripped  davn  and  given 
a  thorough’  overhaul. 

The  quality  of  the  untreated  and  chlorinated  water  remains 
satisfactory  as  the  summary  of  water  samples  in  Tably  6  indicates. 

Water  consumption  for  the  year  v/as  97,396,000  gallons  as 
compared  v/ith  96,136,000  gallons  in  I960.  There  was  a  slight 
reduction  in  metered  supplies  at  27,434,000. 

All  the  dwelling  houses  in  the  Norton  Urban  District  have 
a  piped  supply  of  water,  although  I  estimate  at  least  ~10  of  the 
inhabited  houses  are  7/ithout  an  internal  v/ater  supply  over  a 
trapped  sink. 

Under  Section  I38,  Public  Health  Act,  1936,  and  Section  78, 
Public  Health  Act,  I96I,  a  Local  Authority  may  require  an  CTvmer 
to  provide  an  internal  -water  supply,  providing  he  shall  not  be 
required  to  pay  more  than  sixty  pounds  in  respect  of  any  one 
house. 
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Table  IV 


Consumption 


Gross  Cost 


Cost  per 
1.000  gallons 


1952  (Last  complete  year  of 
Diesel  Drive) 

195L  (First  complete  year 
of  Electric  Drive) 

1955 

1956 

1957 

1958 

1959 

1960 

1961 


80,977,000 

,  97,509,000 
105,259,000 
100,264,000 
95,205,000 
97,848,000 
99,608,000 
96,136,000 
97,396,000 


£2,901 

£2,691 

£2,809 

£2,679 

£2,792 

£3,091 

£2,915 

£2,765 

£3,211 


8.597d. 

6 6238.0 
6. 4068 . 
6.4138. 

7.038d. 

7,581do 

7.022d. 

6.902do 

7. 666do 


The  rise  in  running  costs,  including  materials  and  labour  are 
indicated  in  the  gross  cost  of  running  the  water  works,  but 
remains  very  stable,  and  the  cost  per  1,000  gallons,  whilst  ns  g, 
still,  I  think,  extremely  satisfactory. 


Table  V 


Annual  Consumption 

Norton  U.D.  Population 
Total  supplied  -  all  purposes 
Metered  Supplies 
Non-metered  supplies  (Mainly 

domestic) 


4,840 

97,396,000 

27,434,000 

69,962,000 


Consumption  per  head  per  dey; 


1959 

1960 

1961 


Non-metered  (mainly 
domestic. 


All  purposes 

56.39  glls. 

54. 26  " 

55.12  ” 


40.37  gallons. 

38.33 

39.61 


Sampling  of  Water 

Samples  of  v/ater  were  taken  regularly  throughout  the  year  - 
either  untreated  ™ter  direct  from  the  boreholes  or  after  chlorination 
from  either  the  reservoir  or  some  sixteen  points  throughout  the  tovm. 


The  samples  were  submitted  to  the  Public  Health  Laboratory 
Service  for  bac-teriologioal  examination. 
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Sampling;  of  Water  (Cont. ) 


Of  the  thirty-three  samples  of  untreated  water,  thirty- two 
were  classed  as  excellent  and  of  the  fifty-five  chlorinated  samples, 
fifty-three  were  classed  as  satisfactory. 


Table  VI. 


Type  of  T7ater 


No.’ 


Chlorinated 

Untreated 


Totals 


of  Samples  taken 


55 

33 


88 


Satisfactory  Unsatisfactory 


Zf.  Sv7i..imin>z  Baths. 

The  Norton  Urban  District  Council  own  the  only  public  s^^dmming 
pool  in  the  area. 

The  pool,  which  is  open-air,  has  a  capacity  of  64,000  gallons. 

For  the  commencement  of  the  1961  season  a  continuous  Filtration 
Plant,  together  with  automatic  chlorinating  and  soda  dozing  equipment, 
was  installed. 

This  enabled  the  same  v/ater  to  be  kept  in  the  baths  throughout 
the  season  and  the  efficiency  of  the  plant  can  be  judged  by  the 
summary  of  the  samples. 

No.  of  Samples  Satisfactor;>^  Unsatisfactory 
12  11  1 

The  one  unsatisfactory  sample  vras  due  to  a  delay  in  delivering 
a  chlorine  cylinder.  G-enerally,  the  plant  has  no  difficulty  in 
dealing  v/ith  a  bathing  load  of  450-500  a  day. 

The  total  attendance  at  the  baths  during  1961  was  15,550. 

For  the  first  time,  the  North  Riding  schools  attended  the 

baths. 
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5.  Drainage  and  Sev/erage. 


ThG  sG^TGragG  sysi^Gin  con'tin'u.Gd.  'to  function  saiisf actonily , 
although  four  aroas  containing  about  20  houses  in  all  are  subject 
to  s'urcharging  of  the  drains  at  time  of  "very  hea'vy  rains. 

Over  977o  of  the  premises  in  the  Urban  District  are  connected 
to  the  sevTerage  system,  the  remaining  properties,  approximately  ^0 , 
are  too  remote  to  connect  to  the  public  sewer  and  are  drained  to 
septic  tanks. 

Housing  development  in  the  toiTO  has,  for  years,  been 
curtailed  by  the  fact  that  several  suitable  sites  are  incapable 
of  being  efficiently  sewered.  ■  . 

aNo  practical  progress  ■'.vas  made  d-uring  the  year^with  the 
proposal  to  lay  a  15"  sewer  in  Langton  Road,  at  sufficient  depth 
to  drain  40  acres  of  land.  [ 

6.  Public  Cleansing. 

The  reduction  of  the  vrorking  week  from  244  to  42  hours  ^ 
inevitably  lead  to  certain  reductions  in  the  cleansing  services, 
but  generally  they  were  carried  out  in  a  satisfactory  manner. 

At  Bank  Holidays  overtime  is  necessary  to  maintain  a 
weekly  collection  of  refuse  and  time  spent  in  road  sweeping  has 
been  cut. 


Tipping  continued  to  take  place  at  the  Beverley  Road  site, 
but  afte/six  years  it  is  approaching  ^he  end  of  its  life  and 
during  1962  it  will  be  essential  to  find  a  new  site. 

The  tip  was  treated  fo'ur  times  for  rats  although  one 
treatment  was  v/ith  warfarin  and  extended  over  several  weeks. 


7.  Salvage 

The  market  price  for  baled  waste  paper  varied  between 
£7.  10s.  Od.  and  =£7.  Os.  Od.  a  ton  during  the  year  and  towards 
the  end  of  the  year  it  w'as  becoming  difficult  to  dispose  of 
mixed  waste  paper. 


The  income  from  salvage  during  the  year  was  as  follows 

£  s.  d. 

Baled  Waste  Paper  404  7  H 

Scrap  Metal  8  - 


£412  7  11 
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Year 

Income 

from 

Salvage 

£ 

s 

d. 

1952 

176 

1 

1 

1953 

161 

3 

7 

1954 

327 

2 

3 

1955 

441 

18 

8 

1956 

190 

11 

1 

1957 

344 

10 

0 

1958 

332 

7 

3 

1959 

404 

19 

4 

i960 

457 

7 

9 

I — 


8.  Meat  Inspection 

Meat  Inspection  again  occupied  a  large  part  of  the  Public 
Health  Inspection  services  of  the  Council. 

following  tables  indicate  the  work  entailed  in  carrying 
out  meat  inspection  at  the  tw'o  Bacon  Factories. 


Table  VII 


Year 

Pigs  Slaughtered 

Carcases  condemned 

J 

1952 

170,841 

for  Tuberculosis 

273 

1953 

174,897 

140 

y 

t  , 

7' 

1954 

194,387 

124 

1955 

147,002 

75 

; 

1956 

124,426 

47 

f 

A 

. .  1957  ■ 

'  135,025 

36 

\ 

1958 

151,447 

45 

i 

I 

1959 

156,130 

13 

I960 

103,459 

15 

) 

1 

1961 

106,363 

13 

Percentage  Condemned 


.15^ 

.OSOfo 

.  06k;'o 
.  051'^ 
.038fb 

.027^0 

.02% 

.  0083;^ 
.014^1 
.  OI2-0 


The  number  of  pigs  slaughtered  at  106,368  showed  only  a 
slight  increase  over  the  previous  year. 

Disposal  of  Condemned  Meats 


The  disposal  of  condemned  meats  operated  satisfactorily  as 
in  the  past  years. 

The  condemned  plucks  are  collected  and  used  by  Welham  Park 
Fish  Hatcheries  Limited. 

Messrs.  Bov;er's  Bacon  Factory  deal  v/ith  condemned  meat  on 
the  premises  in  their  ov/n  destructor. 
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Disposal  of  Condenjied  Meats  (Cont. ) 

Yorkshire  Farmers'  Bacon  Factory  -  after  staining  green  - 
transport  condemned  meat  to  their  Sherhum  Factory  for  disposal. 

The  follo’rring  tables  indicate  the  variety  and  incidence 
of  disease  encountered  in  the  Factories. 

Table  VIII 


Yorkshire  Farmers'  Bacon  Factory 
Total  Kill  -  83,220 

Amounts  Condemned 


-  -  -  '■  '■  —  '  — — — — 

Pork 

1 

Offal  1 

Description  No.  Wt.  in  lbs. 

, 

Carcases  440  46,137 

Part  Carcases  260  5^606 

Heads  5^630  64,094; . 

r  .  , 

1 

Description  No.  Wt.  in  Ibs.j 

Plucks  4,696  32,872  1 

(Hearts,  _  | 

lungs,  livers, ' 

Trachea 

Oesophagus) 

Intestines  2,659  18,613 

(stomach,  j 

Spleen  and  | 

1  MesenterjO  j 

1 

1  '  '  •  Total  Weight  Condemned 

j  - - -  J 

j  Pork  -  115,837  lbs.  (Approx.  5li  tons) 

Offal  -  51,485  lbs.  (Approx.  23  tons) 

■  ;  1 

« 
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Bcy.ver '  s  Bacon  Factory. 

Total  Kill  -  21,143 

Amounts  Condemned 


f 

1 

Pork 

j  ■  ■  ■ 

i  Offal  < 

«  ' 

Description 

No. 

Wt.  in  lbs. 

1  .  j 

'  Description  No.  T7t.  in  lbs.: 

Carcases 

Part  carcases 
Hea.ds 

51 

27 

899 

6,778 

533 

10,476 

< 

Plucks  2,607  18,249 

Intestines  1,673  13,333 

Total  Weight  Condemned 

1 

Pork 

Offal 

17,787  lbs.  (Approx.  8  tons)  ^ 

31,582  lbs.  (Approx.  14  tons)  j 

The  total  ’*7eight  of  pork  and  offal  condemned  at  the  two 
bacon  factories  was  216,65;  lbs.  (Approx.  96^  tons. ) 

i 

Table  IX 


Carcases  and  Offals  inspected  and  Condemned  in  whole 

or  Dart. 

I  ■ 


1 

1 

i _ 

Cattle 

excluding 

i  Cows 

1-  ■ 

1 

!  ' 

;  Cov^s  {Calves 

!  1 

! 

Sheep 

and 

Lambs 

i  . 

i  Pigs  porses 

Number  Killed 

1  1 

{  -  !  . 

|i06,368  -  I 

-Number  inspected 

_ 

< 

!  “  !  - 
1  1 

I  - 

h-06,368  -  1 

All  diseases  except 

» 

i 

Cysticercosis.  • * 

i 

1  ^ 

1  Whole  carcases  condemned  1 

1  Carcases  of  which  some  part! 

— 

1 

1 

1 

1 — 1 

ON 

-t 

i  or  organ  was  condemned 

Percentage  of  the  number 
[  inspected  infected  with 

j  disease  other  than 

—  * 

1 

» 

1 

7,340  - 

1  cysticercosis 

- 

1 

-  t 

i  1 

1 

1 

i 

7.36  - 

f 
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i 

Cattle  i 

1 

1 

Sheep  i 

1 

1 

( 

! 

excluding  i 

Cct^s  !  Calves* 

and  j 
Lambs  ‘ 

Pigs 

Horses  ‘ 
i 

t 

- 1 

i 

Cows  ; 

i 

i - — - - - —7 

!  Cvsticercosis  ^ 

1 

t 

1 

1 

i 

1 

i 

1 

I 

! 

i 

1 

i  i 

1 

i 

1 

1 

t 

< 

1 

1 

i 

•  1 
j  Carcases  of  which  some 

I 

i 

1 

1 

1 

1 

j  part  or  organ  was  condemned 

1 

1 

5  1 
1 

Carcases  submitted  to 

i 

1 

« 

.  • 

■| 

treatment  by  refrigeration 

1 

! 

i 

Generalised  a.nd  totally 

i 

i  1 

f 

» 

i 

-  1 

-  i 

condemned 

1 

t 

1 

I 

* 

* 

I_._ - - 

1 - - - - - - - — 

Table  X 

Summarw  of  the  Diseases  in  respect  of  carcases 

and  all 

Disease  Number 


Abscesses  -  Multiple  94 

Accident  74 

Arthritis  -  Septic  25 

Arthritis  and  Tuberculosis  1 

Bruising  -  Extensive  6 

Dropsy  ^ 

Amaciation  -  Pathological  12 

Fever 

Jaundice  ^ 

Lymphosarcoma  1 


Disease  Number 


i 

j 

I  Pig  Paratyphoid  ^ 

i  Septicaemia  94 

Septic  Metritis  1 

Septic  Pleurisy/Peritonitis  29 
Septic  Fnaumonia  4^ 

Scirrhous  Cord  4 

Sv<dne  Erysipelas  ^ 

Swine  Fever  (Suspect)  23 

Tuberculosis  -  Generalised  13 
'  Uticaria  ^ 


Total:  491 


Durins  1961  at  the  request  of  Dr.  J.  H.  McCoy,  Director  the  Public 
Health  Laboratory  at  Hull,  some  210  routine  samples  were  taken  at  the  Bacon 
Factories,  and  forwarded  to  the  Laboratory  fod  examination. 


These  tests  are  part  of  a  vdde  programme  of  research  into  the 
Salmonella  Group  of  food  poisoning  organisms. 

From  the  samples,  23  different  types  were  isolated,  including  one 
previously  unidentified  type  v/hich  has  been  named  ’’Salmonella  Norton  . 

Dr.  McCoy  continued  to  give  his  valuable  assistance  in  the  identl 
fication  of  particular  diseases  and  parasitic  conditions  in  respect  oi 
some  45  other  samples  sent  to  the  Laboratory. 
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9.  Milk 


There  is  very  little  to  report  under  this  Section.  The 
licences  issued  by  the  East  Riding  County  Council  remain  as 
f  ollov/s:- 

Six  Dealers  licenced  to  sell  T.T,  milk 

Seven  Dealers  licenced  to  sell  Pasteurised  milk 

One  Dealer  licenced  to  sell  Sterilised  milk. 

Result  of  Tests. 

Bacteriological  Examination. 


Designation  i 

! 

1 

Methylene  Blue  Test  '  Phosphatase  Test 

Satisfactory  Unsatisfactory  j  Satisfactory  Unsatis. 

Pasteurised  3 

< 

\ 

3 

3 

Biological  Exajnination, 

Designation 

Samples  |  Tuberculosis 

Submitted  i  Positive  Negative 

Brucella  Abortus 
Positive  Negative, 

Tuberculis 

Tested 

1 

1 

'  1 

1 

( 

1 

10.  Food  Hygiene 

During  the  year  the  follov/ing  visits  were  made  in  connection 
with  Pood  Hygiene. 


Bakehouse  s  7 

Food  Preparing  Premises  39 
Food  Shops  26 

Some  30  infringments  of  the  various  Regulations  in  respect  of 
Food  Hygiene  were  brought  to  the  attention  of  the  occupants,  their 
employees,  or  persons  responsible  for  handling  of  meat  and  other 
foods. 

Premises  Registered  under  Section  I6,  Food  &  Drugs  Act,  1933 

Pish  Prying  '  3 

Manufacture  of  Sausages  etc.  6 
Storage  and  Sale  of  Ice  Cream  14 
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11. 


Council  Houses, 


During  the  year,  the  Council  purchased  the  40  houses 
belonging  to  the  Viforlanen's  Housing  Association  making  a  total 
of  389  Council  Houses. 

The  position,  with  regard  to  the  maintenance  of 
Council  Houses,  continued  to  deteriorate,  for  the  same 
reasons  I  stated  in  the  I960  report. 

(a)  Continually  rising  costs.  ■-  ■- 

(b)  Difficulty  in  getting  Contractors  to  catry 

out  repairs  ■“  owing  to  other  commitments. 

(c)  Shortage  of  Council  Staff  to  carry  out  work  by 

direct  labour, 

.  Delays  are  experienced  in  carrying  out  essential  work. 

Work  not  immediately  essential,  i.e.  eaves,  gutters  to 
outbuildings,  pointing  of  bricl^Tork,  descaling  of  back  ,  ^  ■ 

boilers  is  being  by-passed,  but  this  is  a  short  term  policy 
and  the  back  log  of  v/ork  is  mounting. 

The  total  number  of  visits  made  to  Council  Houses  in  ^ 
respect  of  repairs,- etc,  totalled  , 

12,  Rodent  Control .  ’ 


During  the  yearrodent  control  included  one  treatment 
of  the  Council’s  sewer,  one  treatment  of  the  three  sevi.’’erage 
Disposal  Stations,  four  treatments  of  the  Council  s  Reiuse 
Tip  and,  in  addition,  I5  other  premises  were  treated...  . 
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FACTORIES  ACTS,  1937  to  1939. 


Prescribed  Particulars  on  the  Administration 


•  of  the  Factories  Act,  1937 


PART  I  OF  THE  ACT. 


1.  Ii\'SPECTIONS  for  purposes  of  provisions  as  to  health  (including 
inspections  imade  by  Public  Health  Inspectors) 


1 

j  ! 

j  Premises  1 

! 

:  (1) 

Number 

on 

Register 

(2) 

Number  of 

Inspections 

(3) 

Written 

Notices 

(4) 

Ooeupiers 

prosecuted 

(5) 

•  (i)  Factories  in  v/hich  Section  1, 

2,  3j  4  and  6  are  to  be 

1 

enforced  by  Local  Authorities 

- 

i 

- 

(ii)  Factories  not  included  in  (i) 

1 

f 

k 

1 

in  which  Section  7  is  enforced 

♦ 

( 

i 

by  the  Local  Authority 

40 

— 

(iii)  Other  Premises  in  which  Section! 

1 

I 

7  is  enforced  by  the  Local 

1 

! 

Authority  (excluding  out- 

! 

1  workers  *  premises) 

i  •  ..  . 

Nil 

1  Nil 

1 

- 

1 

1  Total: 

40 

i  33 

\ 

t . .  —  _  — - 1 


2.  Cases  in  v/hich  DEFECTS  were  found. 

(if  defects  are  discovered  at  the  premises  on  txro,  three  or  more 
separate  occasions  they  should  be  reckoned  as  two,  three  or 
more  "cases")* 


Particulars 


Number  of  cases  in  which  defects 
were  found 


Referred 


j  Number  of 
cases  in  v;hich 


Pound 

(2) 

1 

i 

Ranedied 

(3) 

To  H.M. 
Inspector 

(4) 

I  By  H.M. 
i  Jhspector 

(5) 

‘  were  instituted! 

(6) 

i 

» 

!  Want  of  cleanliness 

(s.l) 

-  1 

1 

» 

» 

i 

!  Overcraz/ding  (S.2) 
— 

- 

— 

1 

1 

* 

—  j 

1 
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2.  Cases  in  which  DEFECTS  Vv-ere  found  (contd. ) 


i 

i  Number  of 

cases  in  v/hich 

defects 

1 

1 

t 

*  •• 

’.Yere  found 

! 

i 

Number  of  ! 

i  Particulars 

1 

1 

t  — 

I  t 

;  1 

i 

Referred  -.-I 

To  H.M.  By  H.M.  I 

cases  in  which  . 
prosecutions  i 

a. 

1 

i  Itund  i  Remedied. 

(2)  .  (3) 

Inspector 

(4)  ; 

Inspector  .■ 

(5)  1 

were  instituted; 

(6)  i 

J - — - — - 

1 

Unreasona-ble  temp^ratyre 

Inadequate  ventilation 

(3,4) 

I 

f 

1 

\ 

\ 

> 

) 

i 

;  \ 

1 

J  » 

■  i 

•. 

( 

! 

1 

J 

J 

) 

i 

-  i 

Ineffective  drainage  of 
floors  (S,6) 

I  i 

*  . 

t 

• 

>  M 

\ 

i 

Sanitary  Conveniences 

(3.7) 

I  fa)  Insufficient 

;  .  ! 

•  f 

I 

J 

I 

i 

j  (b)  Unsuitable  or 

♦ 

i 

'  d.efective 

2  :  2 

1 

\ 

i 

1  (c)  Not  separate  for 

:  1 

• 

; 

-  i 

!  sexes. 

J  ■  *** 

1 

!  Other  offences  against 
!  the  Act  (not  including 

i  1 

>  i 

j 

i 

! 

i 

1 

( 

1  offences  relating  to 

1  outwork) . 

t 

i  » 

'  t 

! 

- 

i 

I  '  ** 

i 

!  ■  1 

! 

1  Total: 

2  1  2 

J  * 

1 

t 

I 

1 

-  1 

i  — ,'F 

. ...  PART  VIII  OF  TliE  ACT 


OtlTYTORK  ■ 

(Sections  110  and  111) 

-  Nil  Return  ~ 

I  would  like  to  thank  Mr,  G-.  A.  Boanas,  Meat  Inspector  and 
B  Additional  Public  Health  Inspector  for  his  loyal  help  and  cooperation 

\  throughout  the  year, 

I  .  *  I  am.  Sir, 

I  Your  obedient  servant, 

R„  W.  G.  SH^CLAIR 

Senior  Public  Health  Inspector, 

-  II  ■-  _ 
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